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Communication, Micro-ray, by W. L. 
MacPherson and E. H. Ullrich, 
164, 199 

Compagnie Parisienne de Distribu- 
tion d’Electricité headquarters, 


218 
Concrete, Plant for the handling, 
grading and washing of, 450 
Condenser performance, by 
Walker, 710 
Condenser stability, by H. A. 
Thomas, 673 
Cor _ nsers, Ascertaining the duty of, 


( enti Copper channel bus-bar, 
by G. Preston, 160; Standard 
specification for, 886; "Inspecting 
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many, 

Consumers’ booklet, 433 

rights to a supply, 158 

ontract dispute, Cannock, 826 
tracing industry, Wages in the, 
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Contractor's plea, A, by J. Biand, 
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Contractors, Croydon Corporation 

and, 394; Registration of, by 

H. R. Taunton, 529; —— and 
development, 411, 420 

Control, Automatic motor, 750; 


Carrier- current, 778; Resistance 
furnace, 942; Remote —— of 
power stations, by G. A. Burns 
and T. R. Rayner, 314 

Conversion apparatus in the Bruce 
Peebles works, 779 

Conversion to public supply, by F. 
Morgan, 8 

Cooker, Future of the, by J. S. Fore- 
man, 

Cooker control, Automatic, 195; by 
A. BD. Constable, 311 

Cooker display at Preston, 718 

Cooker scheme, “ All-in’’ automatic, 
208 ; Sunderland, 433 
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Large scale, by W. E. Swale and 
8s. C. Hurry, 851, 902; Electric 
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540; —— and heating progress, 
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Cooking demonstrations at Poplar. 
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All-electric bungalow, by J 
Lee, 783; ‘ Truly Rural,’ 76 

Alternating currents, Simplified, we 
K. A. Hayes, 282 
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317 

Policy, Question of, by H. G. Bat- 

55 

Professional incomes, by J. ok 
Scaife, 353; A. W. Fisher, 389; 
“ Self-Help,” 425 

Prosperity and payment, by “ En- 
gineer,”’ 461 

Public v. private supply, by P. R. 
aaa 91; W. R. Bloxsidge, 
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Publicity—and the domestic load, 
by Protonius,” 353; F. Cc. 
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Radiogram penn, by A. B. 
Catling, 


by C. Turnbull, 


cutee in the home, by T. C. Gil- 
bert, 945; G. E. Moore, 945 
Santon water boiler, by Santon, 
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a -phase motors, Small, by 
S. Firmin, 566; E. K. Bottle, 
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Single-phasing trouble, 
Roberts, 497; 
Apparatus Co., Ltd., 
Steam, Electricity and process, by 
H. S. Sisson, 166 
Tariff, Infinitely varying, by H. H. 
anson, 2 
Tariff inquiry, by H. Bright, 603 
Tariff, Two-part, by E. C. Muir, 
127; H. L. Taylor, 201; R. Cam- 
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‘Keep Up To Date,” 282; 
J. Stott, 317 
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Electrical 


Valves, Hydraulic safety, by 
** Boucher,”’ 250 

Water-heater faults, by E. S&S. 
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What might have been, by E. C. 
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ment, 539; Lamp factory in 
Canada, 789; Works at Chelms- 


Croydon carnival award, 952. 

Croydon Corporation and contrac- 
tors, 294 

Current-using appliances, by H. R. 
Taunton, 80 

Customs regulations, New, by J. C. 
Hancock, 

Cyclonic separation of dust, 126 

Czechoslovakia, Modern power 
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industry in, 398; New distribu- 
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in Prague, 635 
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turing at, 57 

Dairy, Electric vehicles for a, 210 
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Demand, Diversity of, by G. W. 
Stubbings, 44 

Denham film studios, 741 

Denmark's electrical trade in 1935. 
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Depreciation of plant, 173 
Derby, New L.M.S. laboratory at, 555 
Design, Trend in, 610 
Design of a power station, Modern, 
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Designs on textile fabrics, Making, 
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Diamonds in industry, 632 

Diesel-electric rail coaches for 
Ceylon, 956 
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Dissolutions of partnership, 137, 290, 
362, 542, 613, 685, 720, 793, S82 
Distributing organisation, New, 350 
Distribution, Modern city and urban 
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and H. Carpenter, 451; Progress 
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Distribution efficiency, by H. Hur- 
worth, 163 
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by T. H. Hall, 595 
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Diversity of demand, by G. W. Stub- 
bings, 44 

Diversity and load factor, by D. J. 
Bolton, 

Docks, Southampton, 482 

shop, Lighting of a new, 
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Domestic apparatus, New designs in 
French, 384; Maintenance of 
hired, 517; Progress of, 166; 
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Domestic appliances adequate?, Are, 
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Domestic electricity, Cheap, 390 

Domestic service failures, by J. 
Bland, 526 

Domestic "sphere, Electricity in the, 
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Domestic tariffs, A.B.C. of all-in, 
738 


Door opening, Automatic, 28 
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taking at, 

Drive, Individual v. group, by J. M. 

eekie, 566 

Drives, Paper mill, 70, 597 

Dublin cinema lighting, 173 

Dudley, Domestic appliance 
production at, 
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works at, 161 
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“Du Prene” synthetic 
resembling rubber, 352 

Durex Abrasives’ use of electricity 
in the sandpaper industry, 121 

Dust, Industrial, 283 
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Echo-sounding, Marine, by Capt. 
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Economic planning, Political and, 41 
Ecuador, Electrical market of, 134 


Edinburgh, Guide to, 541; Distribu- 
tion 
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developments at, 779 
Education, Technical, 


Education in schools, Electrical, 216 

Egyptian electrical imports, 465 
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ciation, Activities, 360; New pub- 
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Conference, 439, 690, 743; Diploma 
qualifications, 611; ‘Electrical 
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tions, 295; Luncheon, 922; Sum- 
mer school of electrical house- 
craft, 850 

Electrical Contractors’ Association, 
63; Bradford Branch, 253; Col- 
chester Branch, 209; 
720; Dinner, 208, 411, 420; East 
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New members, 324, 540; Willes- 
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$24; General meeting and confer- 
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port, meeting ‘and luncheon, 289, 
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Northern Counties Area, 99, 360; 
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172, 539; Sales conference, 789; 
Schools for canvassers, 136; Scot- 
tish Section, 289: South-West 
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359 
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Ltd., new showrooms, 826 
Electrical Engineers’ Ball, 70, 278, 
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Northern Counties’ section, 180, 
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ern Division, 546 
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— engineering and financial sta- 
tisties, 709 
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Electro-physics, Developments in, 83 

Electrolysis, Reclaiming disused cans 
by, by C. C. Downie, 245 

Metal rectifiers for, 
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Electron liberation, 674 
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tg Councils and Boards meet- 
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bustion, 142 

Engineering and financial statistics, 
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359, 681, 915, 950; Conditions in 
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Engineering, Teaching electrical, 191 

Engineering mathematics, 1 

Engineering product, Advertising 
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English Electric Co, in 1935, 28 
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Erection of plant, 534 
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Escher Wyss Company—Purchase of 
engineering works considered, 28 


Estonian electrical imports, 792 

Exhaust-heat boilers, 135 

Exhaust steam marine propulsion, 
by Dr. J. B. O. Sneeden, 165 
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685 


Lister and Blackstone agreement, 
681 

Lithuanian tariff increases, 880 

Liverpool, Domestic appliance manu- 
facture at, 486; Large extensions 
of the Clarence Dock power 
station, 576; Overhead distri- 
bution at, 663 

Livestock feeding, Up-to-date, 34 

Lloyd, Edward, paper mills, 151 

Load building in North Somerset, 
45; at Oxford, 591; in the North- 
Eastern area, 893, 895 

Load factor, Diversity and, by D. J. 
Bolton, 663 


Load incidence of high-class flats, 
by I, B. Walker, 558 
Loading cable-drums and_ trans- 


formers, 790 

Local authority undertakings, 100 

Lochaber scheme, Rating of the, 177 

Locomotives, Oil-electric, 349 

London, Telephone progress during 
1935 in, 159; Generating plant in 
a store in, 202; Large sign in, 
288; A\ll- electric flats in, 705; 
Modernising restaurants in, 900 

London area, Electricity tariffs in 
the, 433 

London Associated Electricity Under. 
takings’ new offices, 46 

London Brick Company & Forders’ 
works, Electricity in the, 24 

London Casino, Electrical equipment 
at the, 539 

London County Council 
Electricity for, 722 

London electric co-operation, 546 

London Electric Power Co.'s sales 
activities, 100 


houses, 


REVIEW—INDEX 


London Electrical Engineers annual 
dinner, 295 

London ‘i Productions 
studios at Denham, 741 

London, Midland & Scottish Railway 
Co."s laboratory, Derby, 555 

Loughborough h.v. "laboratory, New, 
439 

Luton, Municipal trading at, 469, 718 


new 


Mceowan report, 929, 939 


Machine tool works lighting, 210, 
826 

Machinery, Dual control of, 34 

developments, Fabricated, 
779 


Madras, Movements in, 46 
Mains in large buildings, 
R. N. Keene, 352 
Maintenance of hired domestic ap- 

paratus, 517 
Malayan electrical imports, 715 
Manchester, Public lighting in, 28; 
Electrical accessories factory im, 
98; Modifying switchgear at, 
by W. Kidd and A J. Nicholas, 
343; Brighter Homes Exhibition, 
431: Forty-hour week at, 718; 
Exhibition at, 914; Electricity 
undertaking’s annual report, 920 
Manufacturing in 1935, Electrical, 
2, 459, 501 
Marine boilers, 534 
Marine echo-sounding, by 
J. F. Hutchings, 90 
Marine propulsion, Exhaust steam, 
by Dr. J. B. O. Sneeden, 165 
Marketing, Aid to scientific, 396 
Materials for the electrical industry, 
61 


Rising, by 


Capt. 


Materials for electrical 
Ceramic, 4 

Materials wanted, Higher standard 
of electrical, 323 

Mathematics, Engineering, 180 


purposes, 


Maximum kVA demand, by G. W. 
Stubbings, 528 

Measurement, Electrical, 1, 8, 9 

Measurement of radiations, by A. 


Stiiger, 522 
Measuring instruments, High-tre- 
quency, by D. G. Reid aud Prof. 
C. L, Fortescue, 495 
Mersey Cable Works extensions, 
826 
Merseyside Society of Inventors, 575 
“Metadyne”’ control on under- 
ground trains, 293 
Metal production in Russia, 736 
Metallurgical progress, by C. Blazey, 


387 
Metals, _ Heat treatment of, by 
Ww Anderson, 873 


Metals and overhead 
work, 582 


Metals by insulating oils, Corrosion 


alloys for 


of, 761 
Metals into glass, Sealing, 14 
Meter, Power-energy, by G._ T. 


Garwood, 933 

Meter engineer, Status of the, by 
0. Howarth, 708 

Meter’ finance, Prepayment, by 
J. C. Woodville, 452 

Meter testing methods, 
0. Howarth, 53 

Meters, Crossed-phase reactive, by 
G. W. Stubbings, 496; Ampere- 
hour, by G. W. Stubbings, 67 

Meters and time switches, Modern, 


Modern, by 


Metropolitan-Vickers Electrical Co.'s 
employés benefit funds, 26 


Met.-Vick. staff dining room, New, 
5 

Michigan, Electrical licensing in, 
575 


Micro-ray communication, by W. L. 
MacPherson and E, H. Ullrich, 
164, 199 

“Micron” dust precipitator, 126 

Midland Electrical Installation Co.'s 
new premises, 914 

Midlands, Railway electrification in 
the, 367 


Mill. Electrical equipment for a roll- 
ing, 99; Electric steam raising 
in a paper, 85 

Mill drives, Paper, 70, 151 

Miners’ lamp bulbs, 457 

Miner's lamp offer, 540 


Miner's safety lamps, by E. Lyon, 
89, 125 
Mines, Earthing in, bv T. C. Gil- 


bert, 453; Signalling in, bv 


J A. B. Horsley, 496; Potentiali- 
ties of electricity in, by G. M 


Harvey, 781 

Mines, Power for gold, 209 

Mining, Mechanical coal, 8. 
Mavor, 639; Electricity in, 200 

Mining gear, Flameproof, 286, 827, 
948 


Mining plant, Testing, 534 

Montreal, Trolley-bnuses for, 647 

Morgan Crucible Co.’s carbon deal, 


254 
Motor breakdowns, by D. D. Rayner, 
Motor car electrical equipment, 165 
Motor car production, Electricity tn, 
269 


Motor control, Automatic, 750 

Motor cycle, Electrically driven. 659 

Motor display, Refrigerator, 289 

Motor and generator factory, New 
electric, 950 


Motor repair works, Electric, 914 


Motor snags, by ‘ Motor-maker,” 
526 
Motors, Small, by R. A. Lochner, 


165; Repulsion induction, by 
C. V. Hill, 198, 295; Fractional 
h.p. single-phase, by E. K. Bottle, 
527; Characteristics of various 
methods of accelerating, 557; 
A.c. commutator, by R. D. 
Given, 602; Switchgear instru- 
ments and, 944 

Motors irom the effect of open cir- 
cuits, Protecting polyphase, 416 

Moulded casing for electric tools, 
827 


Moulded material, Transparent, 784 
Mouldings for enclosing meters and 


other gear, Extended use of 
plastic, 271 
Municipal supply undertakings’ re- 


sults, 614 
Mutators, Field for mercury-jet wave 
and mercury-arc, 47 


ATIONAL certificates and 
diplomas, 123 
National Industrial Safety Confer- 


ence, 432 

National Physical Laboratory, An- 
nual report of the, 666 

National Register of Electrical In- 
stallation ‘ontractors, 63, 
99, 254, 431, 537, 576, 717, 915, 951; 
Annual 501 

National Trades Exhibition, 
ingham, 

Nechells and Hams 
stations, Flue-dust 
tion plant at, 488 

Neon box signs, 717 

Neon installations on vehicles, 397 

Neon sign, Large, 648 


Birm- 


Hall power 
precipita- 


Neon tubes, Low-voltage, by P. 
Freedman, 487 
Netherlands East Indies, Economlc 


conditions in the, 825 

Network calculator, 822 

Networks, Tests of circuit-breakers 
on, 532; Centralised control of, 
618; Carrier-current control over 
large, 778 


New Apparatus and Devices— 
Adaptor, Plug and conversion, 463 
Adaptors, Multi-way, 946 
Aerial, Matched di-pole, 356 
Aerial kit, All-wave, 786 
Air compressor, A portable, 500 
Air conditioning, 785 
Airing and drying cabinets, 749 
Alarm, Electric burglar, 320; 

Thermal, 821 
Amplifier, Triode for microphone, 
2038 


Armatures, Testing, 57 

Avo-Oscillator,”” Improved, 463 
Balancer, A safety, 822 
Batteries, 536 
Battery charger, A 5-A., 749 
Battery terminal remover, A, 678 
Beater rolls, Electric, 284 


Boiler, high-speed auxiliary, 
499, 570 
Boilers, Unusual electric, 464 


Boiling plate, Four-heat, 167; An 
improved, 606 
Brake for trolley-buses, 
Bracket box, A, 910 
Brooder, “ Cosy,” 355 
Bulpitt domestic appliances, 536 


Power, 130 


Burglar alarm, Electric, 320 
“Bylock”’ appliances, Some new, 
856 


Cap lamp, A lightweight, 822 

Capacitor-induction motor without 
brushgear, 785 

Car radio, Suppressorless, 536 

Ceiling roses, 910 

Cleaners, Vacuum, 356, 463 

Clock, Automatically lighted 
alarm, 94; Desk, 130; Chiming, 

1 


64 

Clothes-washing appliance, A small, 
499 

Coal-electric fireplace, 909 

Coldair refrigerators, 605 

Colliery lighting system, 130 

Compressors, Air- cooled two-stage, 
391 

Condensers, Compressed-gas_ h.v., 
93 

Condensers for motor starters and 
neon signs. $55 

“ Cone-ring ” flexible couplings, 909 

Connector, An any 821 

Contactors, D.c. 

Control units, Bakelite, 463 

Conversion socket, §/2-A., 463 

Cooker, Breakfast, 129, 606, 641; 
Electric for overseas, 464; 
An improved “ Magnet Minor” 
electric, 821 

Cooker improvements, Revo, 204 

Cooker switch, A four-heat, 499 

Cookers, A range of table-type, 
570 


Copper conduits, 786 
Cut-outs with meter connections, 
$20 


Dish-washing, Electrical, 713 

Domestic appliances, 21, 129, 208 

Door lock, Electrically operated 
319 


Drying ovens, Electric, 946 
Egg grading, 319 
Electro-medical apparatus, 499 
Element winding machines, 760 
Engraver, Precision, 464 

** Fibracork " jointing, 605 
Field-coil tester, 464 
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New Apparatus and Devices— 


continued 
Fire, Ultra-violet wy and, 93; 
Bakelite, 129; 3 kW Mo- 


derna,” 536; An 641 
Fire prevention, 130 
Fires, All-insulated, 167; Reflector, 
204; “ Flamera,” 319; Recent 
developments in electric, 428 
Fish and poultry cabinet, “ Prest- 
cold,’ 
Flameproof fittings, 284 
Floodlights, 785 
Floor polisher, New ‘* Bylock,” 356 
Floral decoration, Illuminated, 93 
Fuse, D.p. cartridge replacement, 
168 


Generating set, Petrol-electric, 391 

Grinder, ‘‘ Rotax” bench, 58 

Grinding and polishing equipment, 
786 


Hacksaw blades, A pad handle for, 
605 


Hair dryer, Thermostatically con- 
trolled, 93; ew “ Bylock,” 
6 


Hair waving at home, 463 

Hairdressing sets, ‘* Star-Rite,”’ 21 

Handlamp, ‘Alkaline battery, ‘27 

Hearing, An aid to, 

Hoists, Electric, 284, 320 

Holder for architectural lamps, Ad- 
justable, 319 

Horns, High-frequency, 284 

Illumination control, 320 

Incubators, Electric, 204 

Inspection lamp, An all-insulated, 

Instruments, Electrical, 58; 
Siemens, 93 

lron, Unorthodox, 21; Stream- 
lined’ thermostatically con- 
trolled, 203; Connectorless, 391 

Iron developments, Electric, 464 

lIroners and washers, Electric, 606 

Isolators, Tee-off, 641 

Kettle, A safety, 641 

Kitchen, Help in the, 570 

Lamp, Daylight reflector, 203; 
Colour-sprayed decoration, 427 

Lamp and fire, Ultra-violet, 93 

Lamp _ novelties, 391 

Lampholder, Bakelite, 464 

Lamps, Silvered-interior, 94; 
Holders for tubular, 129; 
Laboratory, 129; Adjustable 
holder for architectural, 319; 
New applications for architec- 
—_. 392; Electric discharge, 
36 

Lampshade developments, 57 

Laundry equipment, 605 


Lighting equipment, Watertight 
and flameproof, 392; Emer- 
gency, 500 

Lighting jes Bowl, 129; Mirror, 
820; ‘ Panelstrip,”’ 714 


Lighting fittings in cartons, 786 

Lighting system, Colliery, 130 

Lighting without glare, Diffused. 
67 


Line clamps for twig guards, 129 

Load indicator, 5 

operated door, 
81 


Locking connector, A, 605 

Locking E.s. lamps, 642 

Loom motors, Cotton, 57 

Loom switch, 320 

Lug grip switch-boxes, 678 

Machinery ‘ stethoscopes,"’ 94 

Mallet, Rubber, 57 

Massage apparatus, ‘“‘ X-ylarator”’ 
vibratory, 21 

Microphone amplifier, Triode for, 


203 
Milk bars, Refrigerated, 605 
Mirrors, illuminated, 


Morrison electric horse, 427 

Motor generators, Plating, 391 

Motors, Cotton loom, 57; Quiet 
fractional h.p., 355 | Small, 785 

Moulding machines, Magnetic, 500 

Multi-colour rings for lamps, 909 

Oscilloscope, Another, 786 

Oven thermostats, 713 

Pencil, ‘‘ Markex”’ electric, 464 

Pendants for low ceilings, Glass, 


4 
High temperature, 
Plug adaptor, Two-piece, 427 
Plug and conversion adaptor, 463 
Plug- - -switch units, Interlocked, 
Potato-peeling machine, An_ elec- 
Poultry’ 


cabinet, ‘* Prestcold ’’ fish 


an 
Pumps, Small electric, 642 
Pyrometers, Bowen, 714 


Radiator and connector, A com- 
bined, 606 
Radio interference suppression 


unit, 
Radio receiver, Universal, 93 
Radio receivers, All-wave, 203, 606 
Rawibolts,” Fixing, 636 
Razor, Electric, 464 
Rectifiers for radio purposes, 786 
Refrigerator, “ Zerozone,” 21; 
Electrical, 821 
Rent collector, Installation, 58 
Rubber sp g Pp 355, 
392 
Runbaken products, Latest, 464 
Shades, Moulded —_—. 500 
Shaving mirror, 
Shop window control, 


Signalling units, Visual staff, 463 
Sockets, Self-locking, 819 


THE 


New Apparatus and Devices— 
continued 
Soldering irons, 
Beauty,” 21 
Space heating developments, 168 
Speed controller, A pre-set, 909 
Spring cleaning electrically, Appa- 

ratus for, 714 
Staff locating system, A silent, 713 
Starter, A.c. push-button, 284 
Starter circuit-breakers, 500 
Starters, Capacitor-motor, 355; 
D.c. automatic, 391 
Stellex’’ products, Kecent, 203 
Stethoscopes,’’ Machinery, 94 
Street lighting lantern, A, 
Surface hardening, 167 
Switch, Earth leakage service, 208; 
Loom, 320; Improved ceiling’ 
355; A quick- action, 749; A 
capacity -operated, 821 
Switch-boxes, Lug grip, 427 
Switch-fuses, Ail- insulated, 786 
Switch-sockets, * Shutterlocked,” 
641; Flush- -mounting, 750 
Switch sockets and plugs, 
Temco,”’ 909 
Switch unit, Underground ring- 


“ American 


main, 
— and switchpiugs, Coloured, 


Switches, Earth-leakage trip, 21; 
improved, 58; Manual closing 
of, 356 

Switch-plugs, 15-A, 392 

Table standards, Novel, 821 

Temperature indicator for trans- 
tormers, Safe, 204 

Tester, An “all-cireuit,” 749 

‘Loaster, An electric, 499 

Towel rails, Electrical, 356 

Transformer, Low voltage, 21; 
Flameproof, 946 


Transformers, Safe temperature 
indicator for, 204 
Automatic flexible, 


Triode for microphone amplifier, 
203 


Troliey-buses, Power brake for, 
130 

Twig guards, Line clamps for, 129 

—_ ray lamp, A small, 

Vacuum cleaner, A smaller G.E.C., 
500 

Vacuum cleaners, 
lock,”’ 356; 


Improved ‘ By- 
“Goblin Ace,’’ 463 


Variable-speed drive for strip 
mills, 642 
Vehicles, ‘‘ Erewash” electric, 21; 


Morrison electric, 427 
Vice, General utility, 284 
Wall, bracket, Omni-directional, 


Wasbh-boilers, ‘‘ Washwell,’’ 946 
Washer, Multi-purpose, 244 
Washer with refinements, An elec- 
tric, 749 
Small, 


Wash-boiler, 

Water-heaters, Electrode, 606 ; 
Reyrolle, 642; Cistern-type, 642 

Water heating ‘developments, 136 

Water radiator, An _ electrically 
heated, 570 

Wattmeters for domestic  elec- 
trical appliances, 821 

Welder, Portable, 57 

Welding tips, 320 

Window illumination control, 320 

machine, Modern, 


Square, 93; 


Wire stripping machine, 570 
Wiring accessories, 168 


New Books— 

Alternating Current Machines, by 
A. F. Puchstein and T. C. 
Lloyd, 46 

Birmingham Handbook, City of, 


“*Blue Book,” 253 

Boiler Feed Water Treatment, by 
J. Matthews, 358 

Boys, Electricity for, by E. Hawks, 


—_— Plastics Year Book, 1936, 


Broadcaster Radio and Gramo- 
phone Trade Annual, 1936, 323 

Builders’ Price Book, Laxton’s 
and Lockwood's, 289 

Cable Jointing, Practical, 97 

Cables, Modern Trailing, 221 

Champ’ Electromagnetique, Le, by 
Mare Jouguet, 97 

Circuits, Study by means. of 
Photography of the Interrup- 
tion of Medium Power Elec- 
trical, by J. Anderson, 251 

Colliery Guide and _ Directory, 
Reid’s Handy, 505 

Combustion of the Steam Boiler 


urnace, Principles of, by 
A. D. Pratt, 679 
Communication Networks, by 


E. A. Guillemin, 24 

Coventry Manufacturers, Directory 
of, 397 

Current Convertors, 
by H. Rissik, 97 

Einfiihrung die 
Methode_ der 
technik, ar Prof. Dr. Otto 
Miiller 

Electrical. Directory and 
Handbook (Blue Book), 253 

Electricity, by W. L. Bragg, 948 

Empire Development and Pro- 
posals for the Establishment 
of an Empire Development 
Board, by Sir R. Hadfield, 290 


Mercury-Arc, 


Symbolische 
Wechselstrom- 
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New Books—continued 


Engineer Directory and Buyers’ 
Guide, 173 

Engineering, Elements of Elec- 
trical, by A. L. Cook, 

Engineering Drawing, Interme- 
diate—and Engineering Work- 
shop Drawing, by A. C. 


Parkinson, 

Engineering Economics—Book 2— 
Works Organisation and Man- 
by T. H. Burnham, 

Engineering Economics, Electrical 
by D. J. Bolton, 465 

Factory Administration in  Prac- 
tice, by W. J. Hiscox and 
J. R. Price, 604 

Faraday’s Diary, Edited by T. 
Martin, 206 

Fraudes en los Contadores Elec- 
tricos, by M. G. Y. Freixas, 25 

Fuel, Technical Data on, Edited by 
H. M. Spiers, 25 

Home, Electricity in the, by C. B. 
Brook, 260 

Home Market, by Major G. Yas 
son and F. C. Mitchell, 

Home and on the Farm, Electricity 
in the, by F. B. Wright, 358 
House Electric Lighting, Private, 

by F. H. Taylor, 97 

Human Factor in Industry, The, 
E. Palmer, 680 

Industrial Arts, 504 

Industry, Organisation and Admin- 
istration of, by T. Lioyd- 
Dodd and H. J. Lynch, 97 

Industry, Training in, by R. W. 
Ferguson, 25 

Machinery, Alternating Current, by 

M. Bryant and E, W. John- 
son, 24 

Magnetism and Electricity, A Class 
Book of, by H. E. Hadley, 604 

Measurements and Measuring In- 
struments, Electrical, by E 
Golding, 

Mechanical 
Book, 

Motors, Small Alternating Current, 
by A. H. Avery, 206 


206 
World Electrical Year 


National Electrical Code Hand- 
book, by A. L. Abbott, 572 
Nel Cinquantenario della Societa 


Edison: 
Parsons Steam 
Development of the, 
Parsons, 752 
Patents for Inventions, by J. 
Ewart Walker and J. Roscoe, 


1884-1934, 54 
Turbine, The 
by R. H. 


: 8 

Physics, by E. Hausmann and E. 
P. Slack, 572 

Plant Depreciation, 173 

Radiology, Electrical 
in, by L. G. H. Sarsfleld, 715 

Reports Progress in Physics 
(Vol. If), edited by A. Fergu- 
son, 572 

Rubber Producing Companies, 361 

Soviet Science, by J. G. Crowther, 
715 

Spons’ Electrical Pocket Book, 680 

Structure of Metals and Alloys, 
The, by W. Hume-Rothery, 572 

Superheterodyne Receiver by A. T. 
Witts, 465 

Surface Condenser, The, 
Pendred, 572 

Sweden Year Book, 611 

Television Up-to-Date, by R. W. 
Hutchinson, 97 

Testing of Internal 


Engineering 


by R. W. 


Combustion 


Engines, The, by S. J. Young 
and R. W. J. Pryer, 752 
Therapy, Foundations of  Short- 


wave, by Holzer and E. 
Weissenberg, 2 

Welding Practice, 
H. J. Lewenz, 358 

Wire Drawing and the Cold Work- 


in of Steel, by A. T. Adam, 
680 

Wireless Servicing Manual, by W. 
T. Cocking, 680 

Wiring, Electric, by A. A. 
Schuhler, 752 

Your Start in Life, 383 


06 
Electric Arc, by 


Newcastle Industrial Exhibition, 323 
Newcastle showrooms, 289 


New Companies— 
Abbey Engineering, 262 
Accumulators “ Elite,’’ 836 
Aeronautical & General 
ments, 72 
Air Conditioning & Engineering, 
69: 


Instru- 


Alumilite (Great Britain), 182 

Alvan, 

Amplilux Lighting & Illumination, 
Co., 145 

Anti Static Installation, 692 

Apex Construction Co., 218 

Argyle Accumulator Co., 36 

Arnolds (London), 182 


Ashworth, T. 441 
Austin Clarke, 656 
Battery & Electrical 


Bakelite (1.F.S.), 800 

Raldwin, H. J., & Co., 836 

Barries Radio ‘London), 548 

Bates & Grace, 

Batteries & Motor Improvements, 
369 

B.B.H., 182 

Beeston, W. A., 656 

Bell, Norman, (Barnsley), 262 


New Companies—continued 

Belmont Distributors, 334 

Bithel Engineering Co., 144 

Blazeolite, 334 

Blooms Radio, 924 

Bonnella Bros. (1936), 727 

Britannia Switchgear & Electric, 
Equipment Co., 763 

Britannic Electric Cable & Coy 
struction Co., 548 

British Electro-Calor, 656 

Brown, Frank, (Heanor), 620 

Broxmead Electric, 584 

Buckland, Victor, 960 

Buncrana Electric Supply Uv., 72 | 

Caine Pernot, 584 

Calderon, M., 888 

Car & General Radio, 763 

Carlile & Co., 218 

Carnegie, G. B., & Cv., 768 

Carr Gee, 108 3 

*& General Utilities, 

Cawley’s (1936), 584 

Central Distributors, 763 > 

Central Electric & Radio Servi 
(Glasgow), 924 

Central Electrical Co. (Colchester) 


Chain Store Finance Trust, 103 

Chicas, R. M., (Radio), 692 : on 

Christie, J. P., & Co., 108 

Clark, George, (1936), 692 

Clecolectric Vehicles, 620 

Collins, F. V., & Co. 

Colton Electrical Appliances, 2078 

Commercial X-Rays, 

Concealed Heating con 960 

Constructional Wireless, 182 

Contactor Switchgear, 924 

Controller Contacts (Cardiff), 6) 

Conway, James, & Co., 888 } 

Corta, 763 

Cousens Radio and Electric, 334 

Cowley Radio, 441 

Crosland & Smith, 297 

Cummins, C. J., & Sons, 800 

Dagnalls (Radio and Electrical) 
37 


Dalrymple, W. B., 72 

Dasiturn, 297 

Data Electrical Co., 656 

Davies (Southend), 800 

Degallier’s, 108 

Dewsbury Relay Service, 620 

Distributors (Tate & Co.), 334 

Domestic Facilities, 297 

Duncan, D. E., & Co., 144 

Economie Electrical and Mecha 
eal Engineering Co., 406 

Economic Merchandise, 960 

Economic Water Heaters, 692 

Eireo Services, 108 

Electric Service (Exeter), 513 

Electric Switch Warner Co., 5% 

Electric Vans, 370 

Electrical Air Distributor Co., ¢ 

Electrical Appliances Finance, 5 

Electrical Calculators, 620 

Electrical Commodities, 584 4 

Electrical Productions (Leeds), 7 Phil 


Electrical Switchgear and Ass 
ciated Manufacturers, 763 Pha 
Electrocraft, 800 Picl 
Electro-Mechanical Finance (0 
Electromovements, 656 
Elexcel, 72 Por 
Elmeco Sales, 888 be 
FE. M. Precision Equipment, 3% Pre 
Ernest Bros., 144 
Erren Apparatus, 36 Pro 
Essex Mica Co., 72 ; 
Evendrawn Electric Lamp an Qi 
Accessories Co., 72 
Evrizone Radio & Television (Co 
Rad 
Express Magneto and _ Electric 
Co. (Jersey), 763 Rad 
Felgate Radio Co., 406 Rad 
Field, J. M. C., & Co., 924 Rad 
Finch & Goddard, 727 Rad 
Flexaire Heaters, 36 Rail 
Francis Tube-Lights, 513 Ran 
Franco Signs, 727 Ran 
Froggatt Electric, 182 Ray 
Gainsborough Radio, 182 Rea 
Gazard, W. A., & Son, 584 Ree 
Giemosigns, 836 R.E 
Globe Radio, 441 Rei 
Goodliffe Electric Supplies, 88s tex 
Gradnor, 297 Rey 
Grundy & Partners, 513 R.N 
Hallahan’s, 584 Rob 
Hamilton Radio Co., 656 Roe 
Hanson Electrical Co., 924 Koll 
Harwol Specialities, 924 Rad 
Haskins, P. J., Sagi 
Haynes Radio, 513 Savi 
Heating Elements, 218 Scot 
Heatrae, 692 Seot 
Hely Trading Co., 37 ar 
Hewer, J., & Son, 218 Sed) 
Hipprum Wires, 727 Selt 
H.O. Electrical Manufacturing 
800 8 
Holfords, 584 
Holland, Henry, & Co. (Signs), 4 “a 
Holroyd (Glassware and Lighting a 
Holt, A. J., & Co., 656 Son 
Home Electric-Washer Co., 441 St : 
Honeysett Radio, 108 Stes 
Howard, Ambrose, é Co., 656 Stor 
Howes, 'w. L. bn 369 Stra 
Hunt, A. H., Stul 
Hurst, Alfred J. Sun 
1.C.B. Sign and Sun 
620 
Improved Products Co., 960 
Improved Submerged Log (9 Swo 
620 Ter 
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